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-Transfer for fiscal V gar 1987 

In the fiscal year 19®7 Oefense appropr let ions bill, the 
Committee 

transf erred 

$1,000,000 to OARPA for general phenomenological research in 
support of the DIA program. OARPA has yet to work out 


an agreement with 01 A for using these funds for the purposes 
intended by the Congress. The Committee now believes that 
^Centralization of these resources In OlA as a part of 

Is appropriate. Consequently, within the fiscal year 1987 rot&e, 
Oefense Agencies appropriation, the Secretary of Oefense Is 
directed to transfer to OlA the $1,000,000 previously provided to 
OARPA. Although some portion of the $1,000,000 now available to 
OlA may be used for operational costs for the 

Committee believes that at least $800,000 should be reserved for 
phenomenological research, most probably by the Army Medical R&D 
Command on a reimbursable basis. 
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IQENERGETICS 


PSYCH( 


TOPICS 


Est. Cost ($K/yr) __ 

150 A. IDFNT1FY OPERATIONAL R V ISSUES 


o Physical (distance, shielding). Psychological, 
Physiological 


150 


B. ACHIFVE HIGHER RFSOLUTION DATA 

o New Training, Data Evaluation, Procedures 


200 


C. IDENTIFY DATA NOISE SOURCES 

o Minimize/Eliminate, Potential Countermeasures 


50 


D. DEVELOP NEW DATA ANALYSIS METHODS 

o Operational Targets, Viewer Capabilities 


300 


E. DFVELQP NEW APPLICATIONS 

o Search/Track, Code Breaking, State-of-Health, 

Predictive 


200 


F. ASSESS OPERATIONAL UTILI TY ISSUES 

o Nature of Targeting, Data Reliability Factors 
Operational Calibration Projects 


200 


G. FVAI HATE RA PHENOMENA!! 

o Physical Parameters, Distance Effects, 
Application Potential 


100 


H. RFPI I CATE SIGNIFICANT FOREIGN RESEARCH 

o Threat Assessment, New Applications 
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